Clamps 


Spiral Clamps 


Right Hand Spiral 



Left Hand Spiral 



For use on convoluted hose. 



Clamps are zinc chromate plated carbon steel. Due to fluctuations in the O.D. of hose, 
each individual installation must be checked. 


Heavy Duty Double Bolt Clamps 



A rugged, plated malleable iron 
two-bolt clamp with machine 
bolts and hex nuts. Bolt lugs 
are reinforced to prevent 
bending out of alignment. 


Note: Measure Hose O.D. accurately 
before ordering clamps 
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